School 

Cafetorium 

Square 

Footage 

Gymnasium 

Square 

Footage 

Projected 

Enrollment 

when built 

Current 

Enrollment 

Bishop 

2,811 

2,882* 

352 

425 

Brackett 

2,120 

5,000 

420 

481 

Dallin 

3,150* 

4,290 

380 

470 

Hardy 

1,950 

4,800 

395 

415 

Peirce 

2,650* 

4,000 

300 

262 

Stratton 

2,598* 

2,866 

400 

391 

Thompson 

1,900 

3,200 

380 

425 


^Includes stage - generally 500 square feet. 










